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F 0 Rt Deputy director for Administration 


SUBJECT 


* time* H. McDonald 
director of Logistics 

• for the Project SAFI Lacs^l*- 


1. Six major fit* altcmatlvss mere originally fir r *fec 

iMMtim of tii* froject SAFE cosuwtir center tod snorting off 1c® mm. 
Sabsos^eot discussions hut mm the Office of logistics m* 
p e rsonne l, Office of 8tt* Processing (IBP)* hem coficlewad teas. the ere* 
in the northeast comer of the ileidgoortars galloing an J n f tit!? 1 ! J2~L r 
bounded fey the £ corridor* the tunnel corridor, and the feui1lir !% fe#H««-*.*r 
Mil (tta*** o» Attachment A), Is the feast technical sit*. 

2, This are®, which is the north side wirror Its^iie of the 
computer center* c» fee tnl a rood to provide approximately 
of the oro.1ected 2ft, 13ft »<?. ft. tpem reeelraswat in a eas-fle*r pi 
* anffom ceofifwretloc. whlcfe Is »r<* ferrtd fey 0SP. This location 
«fanm<i floor provides wawsliwt access to utilities (particularly 
electrical wait C which is feeing expended to fapport tAK). Seloc 
ef this location negates the alternata retirement to convert prisw 
office space on the first floor. The IH rector of Central 
teferenee fees also indicated a preference for a frew? ^Iwr Tectti 
la addition* tills site provides a eearfey sTfh wgrace location regt 
for the aninterroatifela fewer Supply (UPS) systeas to sappers -J**: ft 
concentrated lead of the UPS featteries, Attachment 3 graphically d< 

(In to Ideits tilt t$*5 syst^s 1 « wk 

electrical vault C. The yell** shaded treat, havin.i fe**«a*nt areas 
are not slat on^ra-lo and are thus excluded fpws cons liter® ticn, ♦*=• 
area ’shaded feint on Attachment A represents the rccosmn-ied locttl 
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3. This recovacndatlen tends to functionally group the SA** <**tjr 
with existing aajer eeaputer facilities of the ®& center ('^>3/ *4 n*0 s 
Signal Analysis ilivistea (SD7&) on the ground floor **°«f * f, -f fraat: 8f 
the Nil dine and yet provides reasonable separation to wlnintiie cejron 
disasters. The fee lane* of SAFE" office space and future v-ixpeoslon 
this site is eessifelo to the west of £ corridor an tfea gmpd floor or 
along the south end of the 1E48 tttbcarrlder on the first floor. Identi- 
fication of such additional space* hmmmr. Is to b« iefprrpd anti t 
cwfletlw of SAFE syete*qt eiqfmwpifeji in ft— t& aets ff*> •• to feette • w 
the' totality of the SAFE system. 
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STAJOTHR 


for th« Project SAFI Ltcette* 


4. ru lentrtl Services himUUmU** ft ttmpssfF 
as ArcMfeeetHUHHM*? (*-E) ff« mpapst to tetre *f 

fvt » t*SA te#S tlitlfc f*fe# •> &.%■•*€ 

{4«aiifiAi by 31 %rta Itf?* Ftsal decfstes* e* SMt *1h fl lift 
rt^sfrai to fe#§t» dttafli'i ea§i*u*ert«$ for tbe *3STA* $yst» ss« t* f*t*fr*t* 
t^ls ttr$& $hf€ tpsc t n%*ire*aot la to tbe pi of tfta ; *»y# 

*|Wfl€fS fewlfiRf tN tkhlut ®f OCSOwifttf #f y i$*sAw t' 3 . »-• 

f«ts t**s«4 ©fffc« spate putt f 4# ®F tNf 8»i#tliSF6#PiS Bttllifftf* 

«, m* wric*» of twlitki li eeacarrafttly ftidresslaf tb* f«c ill tits 
rcwfrteients for Project A ; 3STAt and *es concluded tSwt feftl? jf these projects 
•itt treated tf *»« facilities as %h*g_ carrots- Hr ipict a**i 

ilietHtil p©n#ar <« iitt n&t ftarisnl te$i« Mtscfeseft* IswHcttts tie two 
«*1stl**«f f&Ot e pr taS et S ftftr *rtf* Of PCI (SE3433 a ni i£M3 r, f wMtb Asr* 
eroeostl as sites for the pbetapreettsiftS portion of tte *35W tyitm fe*t 
whlct emt\Ut with the ef present* sm** miNMftfetlm for tte 1e«t1o.i of tee 
SATE cwttf ltd Its tuoaorfltu 8P$ iJIIWt. Ceeteseostliy ft If furs^r 
rtceiPseftdte'd that the Project hU STM photoprecestfi*# arta$- rsfswt-ic to 
dither eptfeii shewt m Aitscfersftt A. Tills foptct in FTtJtct smife has s«#« 
llscussti with, tew Project SAFE ia4 AfSTAt pr@tra»- «tar.i?!*rs »**« imodrstssMl 
tfMi necessity U relocate thH port!®* of A3STM end cmmr i* this 
1. 1 o»v. 

f*. Ip snewer?* ft f» r*sm***&«& li»t tfee prepend lecattoa* fir 
the Project SAPS tsrftftor center eae topperil®!? atflf tits U eh-*** d* 
Attaehmtt A bt aptnavit, fbentl ft fee fttctmr/* 54 personnel tr^ §#*11- 
ahl* for a fetal t«1 trfoffn^ ra^trdfao tfeft rece^ndatfw* 
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